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TO: Mirewel 7 
neon I 25" A92 
. ne Leture Unit Pack 


= -_ ssure S\4 U2. CU oxygen fitting Str 3 

or : bladder is to be ae 
= il = modified and located on 
1 & 


left side in same lecation as 
S621LM suits now peing need. 


The ventilation 


system hose is 


to be located on the right side 


and in the same 


position af the 


S621BR suit except the hose will 
be twelve inches longe 
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